Chester  port  Sanitary  Butbontv. 


Annual  Report  of  the  Medical  Officer  of  Health  for  1920. 


To  the  Chairman  and  Members  of  the 

Chester  Port  Sanitary  Authority, 

Gentlemen, 

I beg  to  submit  to  you  my  Annual  Report  for  1920. 


Composition  of  The  Constitution  of  your  Board  and  the  extent  of 

your  jurisdiction  is  the  same  as  in  previous  years. 

Foreign  Traffic.  The  trade  at  the  Ports  was  much  less  than  in  the 

years  preceding  the  war.  The  foreign  trade  consisted  chiefly 
of  iron  and  manganese  ore  and  timber,  and  was  reduced  to 
a very  small  amount. 

Only  one  Foreign  Vessel  entered  the  Ports  during  the 
first  nine  months  of  the  year  ; and  of  the  ten  that  entered 
during  the  last  three  months,  six  were  from  Calais  to 
Summers’  Jetty  (see  Table). 


Coastwise.  The  coastwise  traffic,  which  is  chiefly  that  of  coal, 

fire-bricks,  earthenware,  spelter  and  galvanised  steel  sheetings, 
was  also  diminished. 


Inspection. 


Sickness. 


No  persons  or  food  entered  at  the  Ports. 

During  the  year  systematic  and  regular  inspection  of 
the  Vessels  has  been  carried  out.  Each  Foreign  Vessel  was 
immediately  inspected  on  its  arrival,  and  enquiries  were  made 
as  to — 

(a)  Any  Sickness  on  board 

( infectious  and  non-infectious). 

(b)  Food.  (e)  Crew’s  quarters. 

(c)  Water  supply.  (/)  Presence  of  Rats. 

(d)  Ventilation. 

No  Sickness  appeared  on  board  the  Vessels,  and  they 
were  found  clean  and  sanitary  ; and  with  the  exception  of  a 
few  minor  defects,  in  a good  condition  of  repair.  These  defects 
were  remedied  by  the  Owners  carrying  out  the  recommenda- 
tions of  your  officers. 


Rats. 


Hospital 

Mostyn. 


There  was  some  slight  evidence  of  Rats  on  four  of  the 
Vessels.  Of  these,  three  were  stoved  with  sulphur  and  four 
Rats  were  found  dead.  On  the  other,  the  Rat  was  trapped. 
There  are  no  warehouses  on  the  quay  at  the  Ports,  with  any 
grain  or  other  feeding  stuff  which  the  Rats  could  infest,  and 
the  Masters  were  specially  advised  to  destroy  all  Rats  on  their 
Vessels. 

The  Hospital  at  Mostyn  was  not  used  during  the  year. 
It  is  in  good  repair,  and  ready  for  the  immediate  reception 
of  any  patient. 

Treatment  for  Venereal  Diseases  is  arranged  for  at 
Chester  Infirmary. 

I am, 

Your  obedient  Servant, 

JOHN  HUMPHRY  WILLIAMS,  M.D., 

M.O.H. 


Flint, 

April  23 rd,  1921. 
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Amount  of  Shipping  entering  the  Port  Sanitary  District  during  the  Year. 


Number. 

Tonnage. 

Number 

By  the 
Medical 
Officer  of 
Health. 

Inspected 

By  the 
Inspector 
of 

Nuisances. 

Number 
reported 
to  be 
Defective. 

Number 

of 

Orders 

issued. 

Foreign  - 

[Steamers  j 

Sailing [Total. 

Fishing  ) 

,.  II 

Including 
from  Cala 

3,319 

6 
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Coastwise  .... 
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Schooners  [Total. 

Motors ) 

1,085 

84,917 

20 

178 

32 

32 

Total  Foreign  and  Coastwise  
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88,236 

26 

0, 

00 

32 

32 

Note. — The  same  Vessel  is  counted  many  times,  as  the  journey  is  short  between 

the  different  Ports,  e.g.,  Liverpool. 
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